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The  publications  of  the  Bureau  nay  be  purchased  from  the 
Superintendent  of  Npcuments,  Government  Printing  Office, 
Washington,  L.  0.,  at  the  prices  stated. 

See  Letted  Circular  105  for  publications  dealing  with 
fire-prevention  and  fire-resistance. 

Circular  24  gives  a complete  list  of  Bureau  publications 
and  may  be  had  free  upon  request. 


Number 
T 56 

T 93 

T 108 
P 119 

T 133 
T 148 

T 202 

T 212 

T 303 

T 304 


Techno 1 o gic  Papers 


Title  Price 

Protection  of  life  and  property  against 
lightning  ( 1915  K . . , . 35^ 

Glasses  for  protecting  the  eyes  from 

injurious  radiations  (1918)........ 10^ 

Ground  connections  for  electrical  systems 
(1918).... ' 30^ 

Ultra-violet  and  visible  transmission  of 
eye-protective  glasses  (1919) 10^ 

Tests  of  flexible  gas  tubing( 1919 )..... . I0jz( 

Ultra-violet  and  visible  transmission  of 
various  colored  glasses  (1920)..... io0 


Results  of  a survey  of  elevator  interlocks 
and  an  analysis  of  elevator  accident 
statistics  ( 1922  ) . 

Carbon  monoxide  in  the  products  of  combus- 
tion of  natural  gas  burners  (1922)  ...... 

Causes  of  some  accidents  from  gas  appliances 

<1926) 30^ 

A method  for  testing  gas  appliances  to 

determine  their  safety  from  producing 

carbon  monoxide  (1926) in^ 
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Circulars 


Number 
C 75 

H 2 

H 3 

H 4 

H 5 

H 6 

H 7 

H 8 

H 9 

H 10 


Titl  e Pri  ce_ 

Safety  for  the  household 15/ 

Handbooks 


national  safety  code  for  the  protection  of 

the  heads  and  eyes  of  industrial  workers 

(second  edition) 10/ 

National  electrical  safety  code  (third  edi- 
tion )(  Supersedes  C 54)  (4th  edition  in  press)  40/ 

Discussion  of  national  electrical  safety  code  40/ 
(To  accompany  third  edition) 

American  looping  and  sawmill  safety  code 

(first  edition) oO/ 

Safety  rules  for  the  installation  and  main- 
tenance of  electrical  supply  stations  (Com- 
prises Part  1 and  grounding  rules  of  the 
4th  edition  of  the  national  electrical  safety 
code  ) 10 f 

Safety  rules  for  the  installation  and  main- 
tenance of  electric  utilization  equiiDment 
(Comprises  Part  3 and  grounding  rules  of  4th 
edition  of  the  national  electrical  safety 


code  ) 15/ 

Safety  rules  for  the  operation  of  electrical 
equipment  and  lines  (Comprises  Part  4 of  the 
4th  edition  of  the  national  electrical  safety 
code  and  supersedes  C 49  ) " 15/ 

Safety  rules  for  radio  installations  (Com- 
prises Part  5 of  the  4th  edition  of  the 
national  electrical  safety  code) 10/ 


Safety  rules  for  the  installation  and  main- 
tenance of  electrical  supply  and  communica- 
tion lines  (Comprises  P^rt  2 of  the  4th 
edition  of  the  national  electrical  safety 
code ) 


( In  prc 


3 


Letter  Circular  60  ll/i/26 


Publications  not  issued,  by  the  Bureau  of 
Standards  but  for  which  it  is  Joint  Sponsor. 
(Can  be  obtained  from  publisher) 


A safety  code  for  elevators,  dumbwaiters  and  escalators. 
Published  by  The  American  Society  of  kechanical  Engineers, 
29  West  39th  Street,  He w York  City  (1925)  60^ 

Aeronautical  safety  code.  Published  by  the  Society  of 
Automotive  Engineers,  Inc.,  29  West  39th  Street,  New 
York  City  ( 1925) $1.50 

Safety  code  for  the  protection  of  life  and  property  against 
lightning  (tentative  draft).  Published  by  the  National 
Fire  Protection  Association,  40  Central  Street,  Boston, 
Liass 10^ 


